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I.  DESCRIPTION 


The  Radiological  Safety  Department  of  the  Armed  Forces  Radiobiology  Research 
Institute  is  utilizing  a  gamma  ray  spectrometer  system  for  the  analysis  of  environ¬ 
mental  and  neutron  irradiated  material  samples  for  radioisotope  constituency.  Com¬ 
puter  analysis  techniques  and  their  applicability  to  our  situation  are  under  considera¬ 
tion.  This  bibliography  is  a  collection  of  references  which  deals  with  the  analysis  of 
gamma  spectra  by  all  methods.  Entries  are  limited  to  those  sources  which  deal  with 
the  actual  analysis  phase  of  gamma  spectroscopy  but  some  details  are  present  con¬ 
cerning  equipment  and  sample  preparation  because  many  groups  have  published 
systems  in  their  entirety.  In  every  case,  however,  there  is  a  section  on  data  analysis 
after  acquisition.  Some  references  contain  theoretical  material  necessary  for  the 
development  of  an  operating  system,  or  the  results  of  studies  of  theoretical  method»i 
All  of  the  references  included  are  contained  in  the  period  from  1956  to  1966. 

All  references  are  in  English,  and,  where  possible,  journal  entries  are  listed  in 
preference  to  institutional  reports.  All  entries  were  examined  for  content  and  accu¬ 
racy  of  citation.  Listings  for  publications  use  the  1963  standard  for  periodical  title 


abbreviations  of  the  American  Standards  Association. 
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